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1. THE BROKEN wire WAS THE 115 V, 0C TO THE RECORDER, VOLTAGE 25X1 

IS USED TO PUN TIE TAPE DECK RECORDERS THE BREAK WAS AN INTERMITTENT 

ONE AT THE CONNECTOR. 

2. THIS PARTICULAR CONNECTION IS CHECKED DURING INS PREFLIGHT # 

AND DURING INS INSTALLATION CHECKS, 

SECRET TOR 310446Z OCT 67 







